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@ See the results and other info about the 2020 
US Election. 
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“Republican observers were cleared out of State Farm 
Arena due to a "water main break", but 4 people stayed 
behind, rolled out suitcases of ballots, & continue to count 
ballots in private from around 1030PM until 1AM. At 12:18 
AM, Biden received 98% of a 23,487 batch!" 
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